Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


LIMITED OFFICIAL USE 

PAGE 01 OTTAWA 01733 061936Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

021559 070705Z/65 

R 06191 1Z APR 78 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 6937 
INFO AMCONSUL MONTREAL 


Message Text 


LIMITED OFFICIAL USE OTTAWA 01733 

E.O. 11652: N/A 
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SUBJECT: LOCKING CYLINDER CHANGES FOR CONGEN MONTREAL 

1 . DUE TO LOSS OF OFFICE KEYS BY DEA EMPLOYEE, MOST OF THE 
CONGEN’S MORTISED LOCKING CYLINDERS MUST BE REPLACED. 
FOLLOWING IS A LIST OF ITEMS NEEDED: 

A. TWO CYLINDERS KEYED ALIKE FOR CONGEN ENTRANCE DOORS 
WITH 20 KEYS; 

B. ONE CYLINDER FOR DEA, CUSTOMS AND ICA MAIN ENTRANCE 
DOOR WITH 8 KEYS; 

C. ONE CYLINDER FOR DEA OFFICE DOOR WITH FOUR KEYS. 

2. PREFER MEDECO CYLINDERS IF AVAILABLE. IF NOT, RESTRIC- 
TED YALE CYLINDERS WILL SUFFICE. DUEMLING 
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